TABLE 4-2 Concentration Methods for Biological Testing

Water

Concentration Method

Reference

Biological Testing

Drinking water
Drinking water

Drinking water
Drinking water
Drinking water
Paper plant effluents
Drinking water

Drinking water
Wastewater effluents
Wastewater effluents
Wastewater efflents
Drinking water
Drinking water

Reverse osmosis
XAD

Reverse osmosis

Reverse osmosis

XAD

XAD

Solvent extraction

(combination)
Solvent extraction

Lyophilization and
vacuum distillation

Ion exchange
(combination)

Ion exchange and
distillation

Reverse osmosis

Reverse osmosis

Neal, 1980
Neal, 1980

Neal, 1980

Loper, 1980

Chen et al., 1980

Douglas et al., 1980

Hemon et al., 1978

Cabridenc and
Sdika, 1979
Gumming et, al., 1979

Baird et al., 1980

Johnston and

Verdeyen, 1981
Tardiff et al., 1978
Kopfler et al., 1977
Tabor et al., 1980
Loper et al., 1978

Initiation-promotion
study (SENCAR mice)

Initiation-promotion
study (SENCAR mice)

Ames test

BALB/3T3 fibroblasts

Ames test

Ames test

Cytotoxicity, promotion

Ames test, cytotoxicity,

promotion
Ames test

Ames test
Ames test
Ames test
Ames test